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THIRD    PARTY    INSURANCE

December, 1955

January, 1956

January, 1956

April, 1956

August, 1956
February, 1957

May, 1957

May, 1957
June, 1957

A workman at Sydney, Australia, picked up an
inch-long capsule while working in a power-
house. He was seriously injured. Four other
men were taken to hospital and two detained.
Thieves stole from premises at Fulham,
London, two lead containers, one of which
contained radioactive irridium. It was used
for checking welding work.

A one-and-a-half inch tube of radioactive
cobalt disappeared from a building site at
Milford, Connecticut. Four workmen were
exposed to radioactivity and were taken to
hospital.

A four-year-old child of Sydney, Australia,
picked up in the street a capsule of cobalt 60
which was being used to test the gas pipes.
The child and his mother were exposed, par-
ticularly the child whose blood count dropped;
he was taken to hospital. A skin infection
developed.

A package containing 15 radon seeds fell
from a porter's truck at King's Cross station,
London, and broke open.
A tiny capsule fell out of its lead casing and
broke open on the floor at Chalk River,
Canada; it was being used to inspect welded
joints in the new reactor.
At Houston, U.S.A., an 800-lb. shipping con-
tainer full of pellets was being opened when
there was something like an explosion. Radio-
active dust was blown into the air and touched
off the radiation alarm system.
A firm which uses luminous paint for watch
dials at Hampstead, London, was found to
have contaminated premises well above the
limits of tolerance.

Four employees of a Hartford, Connecticut,
firm received radiation doses in excess of
permissible limits.

November, 1957 Explosion of a capsule at Keleket X-Ray Cor-
poration, Cincinnati, U.S.A., necessitating
decontamination of the premises.